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Chief, Coordination -nd Centro.- Staff 
Attention; 

Chief, Military Scientific Division 


MSD^PIC '111- 59 
9 September 1-959 
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1, l : idU re- uirement vaa aisc uescd vitfc on 26 August by 

IE 3^9-55 upon which this re ■uiraoent in' 

1-i.cfcd is referred to in jr-g-59. In checking cut this report for JR -8-55 
determined there is no "T' or J 1 coverage and the installation 
li net revealed ou GX coverage. Therefore, the- exact nature of this instal- 
lation cannot he determined fron available :hoto£raphgr. 
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25X1 2. I: regard to specific cuestloc, ha-.; a similar 

installation tee a noted eiMunere,, | | stated he has net otuerved 

any installation similar to the cue referenced in IR 3&9-55 ( l«d ) during 
hie extensive study of coasuni cation facilities for JR- &-59 and other 
rejects. Tula discussion oatiefied the requirement and 

s.-ocific questions. 
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